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UNCLASSIFIED 
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ACTION OES-05 

INFO OCT-01 10-10 ISO-OO NRC-07 ACDA-10 CIAE-00 INR-07 
L-03 NSAE-00 NSC-05 EB-07 DODE-OO FEA-01 MC-02 AS-01 
/059W 

071524 

R 181502Z NOV 75 
FM USMISSION IAEA VIENNA 
TO USERDA GERMANTOWN 
INFO SECSTATE WASHDC 671 1 

UNCLAS IAEA VIENNA 9722 

EO 11652: NA 
TAGS: OSCI, IAEA, CY 

SUBJECT: U.S. EQUIPMENT GRANTS FOR 1974; SPECIFICATIONS OF 
EQUIPMENT FOR CYPRUS 5/08 

PASS IO/SCT 

ALSO PASS NRC 

REF: A. IAEA VIENNA 4464; B. IAEA VIENNA 8637 

1. MISSION HAS JUST RECEIVED FOLLOWING ADDITIONAL 
SPECIFICATIONS FOR EQUIPMENT SUBJECT PROJECT, REFERRED 
TO REF A, PARA. 3.C., ITEMS 1 AND 3: 

1. A PROGRAMMABLE CALCULATOR-HEWLETT PACKARD 
MODEL 9810A (SERVICE AVAILABLE IN CYPRUS) 

3. COLORIMETER- FOR ROUTINE ANALYSIS COVERING 
WAVELENGTHS 400-800 MM. COMPRISED OF CELL PUMP 
AND 10 MM PATH LENGTH FLO WCELL-EX AMPLE CECIL TYPE 
CE-404 SYSTEM 3 (GALLENKAMP CATALOGUE). 

2. MISSION HAS ALSO RECEIVED PACKAGE OF QUOTATIONS 
FROM AMMONS, ERDA, WHICH WE WILL DISCUSS WITH AGENCY, 
UNCLASSIFIED 
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IN ORDER TO DETERMINE PRECISE SPECIFICATIONS 
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KJELDAHL DIGESTION AND DISTILLATION ASSEMBLY. 
MEANWHILE, SUGGEST ERDA ORDER CALCULATOR AND 
COLORIMETER IF ABOVE SPECIFICATIONS ADEQUATE. IF 
NOT ADEQUATE, ADVISE. LABOWITZ 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV09722 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750402-0696 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 133/aaaabdix. tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 IAEA VIENNA 4464, 75 IAEA VIENNA 8637 

Review Action: RELEASED, APPROVED 

Review Authority: izenbeiO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 28 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 AUG 2003 by chicheje>; APPROVED <17 FEB 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. EQUIPMENT GRANTS FOR 1974; SPECIFICATIONS OF EQUIPMENT FOR CYPRUS 5/08 
TAGS: OSCI, CY, IAEA 
To: ERDA 
Type: TE 
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